To:  Contreras,  Robert[contreras. robert@epa.gov];  Milbeck,  Regina[Milbeck. Regina@epa.gov]; 

Spelman,  John[Spelman. John@epa.gov];  Whitley,  Paul[whitley. paul@epa.gov];  Brown, 
Cynthia[Brown. Cynthia@epa.gov] 

Cc:  Green,  Theresa[Green. Theresa@epa.gov] 

From:  Ferguson,  Ralph 

Sent:  Mon  8/17/2015  4:16:23  PM 

Subject:  RE:  Region  8 Gold  King  Mine  Blow  Out  A8K9RV00 


Thanks  Robert.  Hopefully  it  will  stay  this  way  for  the  remainder  of  the  response. 


Ralph  Ferguson 

Supervisory  Accountant 

Office  of  the  Regional  Comptroller  - Accounting  Services  Section 
US  Environmental  Protection  Agency  - Region  6 
Office:  214-665-2147 

Cell:  817-564-4509 

Fax:  214-665-8505 

ferguson.ralph@epa.gov 


From:  Contreras,  Robert 

Sent:  Monday,  August  17,  2015  11:16  AM 

To:  Ferguson,  Ralph;  Milbeck,  Regina;  Spelman,  John;  Whitley,  Paul;  Brown,  Cynthia 

Cc:  Contreras,  Robert;  Green,  Theresa 

Subject:  Region  8 Gold  King  Mine  Blow  Out  A8K9RV00 


OK  Ralph, 

I’ve  gone  back  into  Non-Superfund  personnel  (06K,  06M,  06J  & 06C)  users 
favorites  and  removed  A6LS,  and  added  Region  8 account  A8K9RV00.  Also 
deactivated  A6LS  from  COMPASS. 


4000951 


ED  000552C  00019093-00001 


Robert  Contreras 


Region  6 

Accounting  Services  Section  (6MD-CA) 
214-665-7485 


4000951 


ED  000552C  00019093-00002 


